From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Thursday, June 16, 2011 10:16 AM 
O'Brien, Elisabeth (DPH); Salem, Sharon (DPH) 
RE: Quarterly Stats 


Combined is fine, although the court data might look different so I would keep those separate 


From: O'Brien, Elisabeth (DPH) 

Sent: Thursday, June 16, 2011 9:01 AM 

To: Nassif, Julianne (DPH); Salem, Sharon (DPH) 

Subject: RE: Quarterly Stats 

Would you like to receive this separately from Amherst and Boston, or would you like Sharon and I to combine the 
information from both labs for you? 

ELO 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, June 15, 2011 10:18 AM 
To: O'Brien, Elisabeth (DPH); Salem, Sharon (DPH) 

Subject: Quarterly Stats 

Hello, 

The next Forensic Sciences Advisory Board is scheduled for Tuesday 6/ 21, therefore I will need quarterly data 
January 1-April 30,2010 (# cases submitted, # cases tested, number of samples submitted, # samples 
tested, backlog, turnaround time, # summons received, # court appearances) 

Because we are off schedule with this meeting, there is a month of data outstanding (May), if possible I would 
like the same info for may 2011 but separate from the quarterly info. 

Thanks, 

I have another meeting on the morning of the 21 st outside the building, so if you can provide these data by 
Monday afternoon (6/20) that would be fantastic. 

Thanks, Julie 

ju.Ua ia,i/l£ Nassif 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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